Medical Examiner £ 
Says Kennedy Died ^ . . 
Because of Brace 

ALBUQUERQUE, lUt, Nov.’ “ 
27 (AP) — President Kennedy 
was fatally wounded , by to 
assassin’s second buHet bfc.j . 
cause he was wearing a rigid;-, 
back brace and did not 
over after being hit in th*.:; 
neck by the first shot, accord-, , 
ing to the president-elect 
the American Academy Of» i 
Forensic Sciences. .. . 

Dr. James Weston beheveB 
the President was Wt. by 
bullets fired from behind lamp,. 

right shoulder Beca^^-t, 
brace prevented Mr. .Kenney ,, 
from slumping forward er sMe--. 
wavs, the second buHet Mt;, 
him in the head, 

Isadd, adding ^ ' ' 

: could have survived the WCKj. 
wound. • ■ :j.iv4 

Dr. Weston, who laalM 
New Mexico state medioaiexam- 
iner, has stuped. 
classified data dealmg with 
assassination Nov. 22, l"'®*':’ 

He spent a week in the Na- . 
tioml Archives in WaShtaj^toi 
D.C., studying, ^WPhfer 


which taeviKM 

documentary on the *ssas*n**~j 

The autopsy , on 
Kennedy was performtd by mtfrv 
tary doctors * 

fcSmsic patfeoio^s to^ 
not follow normal crWnei 
vestigation procedures, 

Weston said. ^ * . . .. 

But be said he was^jatisMJ - . 
with the medical aspect or 

^T^don’t believe' ^toyho^;-" 

could find any more,” he s^. ^ 
A better autopsy could nraft; 
shown the “gle.^ the 
bullet, and a picture 
perts to determine ,the bidle«« .. . 
struck would have enabled ^, 
perts to detrmine etfce buliers : .. 
point of origin, 

Dr. Weston added, however. » ; 
that the President’s car waj- ; 
hidden by a roadside sign 
the only films of the crucfiif " 

seconds when be was hit, ,_ j 

1 /&>! 


